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28 January 1981 


MEMORANDUM FOR: See Distribution 


FROM: : Demet _ | 
- - Special Assistan the DCI | Sua 
SUBJECT: | Mr. Casey's Swearing-in | 


ae Mr. Casey was sworn in as Director al Intelligence at 
1705 hours on Wednesday, 28 January 1981, by of the Office of STAT 


General Counsel: | a= 


ees Mr. Carlucci's office was notified shortly thereafter that 
Mr. Casey was now Director of Central Intelligence and that Mr. Carlucci 


is no longer the Actin Director ntral Intelligence. Ina telephone 
conversation with Mr. Carlucci's Military Assistant, 
BGEN Colin Powell, express Wr. Carlucci's desire that his position as STAT 


Deputy Director of Central Intelligence not be vacated until Mr. Carlucci 
is confirmed as Deputy Secretary of Defense. BGEN Powell anticipates that 
this will occur sometime during the week of 2 February. 
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